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The Bureau of Mines, in its investigations of respiratory aocaratus for 
use in mines and allied industriés, tests equipment that is voluntarily submitted 
by manufacturers in accordance’ with published schedules of tests. These tests are 
designed to insure that the equipment has the minimum requirements: for safety in 

uses Ap>roval certificates are issued for epo@ratus that meets the bureau's 
specifications, and the manufacturer is vermitte? to mark his equicment with a 
seal showing that it has been approved es "Permissible." A comslete list of ver- 
missible self-conteined oxyzen breathing apparatus, ges masks, and hose masks 
tested prior to January 1, 1920, was oublished in Bureau of Mines Information 
Circular 62208. The present list includes all equinment tested and-a> roved prior 
to July 1, 1930. 


Permissible Self-Contained Oxygen Breathing 
_4pvaratus Avproved under Schedules 
13 arid 135A : 


l. Gibbs mine rescue breathing ayvaratus. Aporoval 1500, issued to Mine 
Safety Appliances Co., Braddock, Thomas, and Meade Streets, Pittsburgh, 
Pa., January 15, 1920. 

Re Paul mine rescue breathing apparatus. Approval 1301, issued to Amerian 
Atmos Corp., 909 Ha: Street, Wilkinsburg, Pa., January 15, 19<0. : 


Je Fleuss-Davis Proto mine rescue breat:ing apparatus. Approval 1202, 
issued to Siebe, Gorman and Co., (Ltd.), London, England, February 7, 
1924. 


4. McCaa mine rescue breathing apparatus. Approval 1303, issuec to Mine 


Safety Appliances Co., August 31,1925. 
De Draeger mine- rescue breathing apparatus. Apprdvel 1304, issued to 
Draegerverk, Lubeck, Germany, August 1, 1929. 


Permisgible Gas Masks Av»roved 
under Schedule 144 


1. M.S.A. ammonia gas mask. (Formerly the Burrell emmonia mask.) Approval 
1401, issued to Mine Safety Apoliances Coe, Braddock, Thomas, and Meade 
Streets, Pittsburgh, Pa., April 10, 1920 
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Re M.S.A. self-rescver. Avordval 1402, issued to: Mine Safety Appliances 


: Coe, March 6, 1924. 
Se. All-Service gas mask. Approvel 1403, is:ued to Mine Safety Apsliances 
_ Coe, July 1, 1925. | 

4. GM.D.amnionia gas mask. Approval 1404, issued to Mine Safety 
Appliances Coe, March 10, 1926. 

De La France ammonia gas. mask. Approval 1401, issued to American-La 
France and Foamite Industries, (Ince), Blmira, New York, June 23,1927, 

Be GeM.D. ammonia gas mask, Approval 1406, issued to Mine Safety 


Appliances Coe, February 14, 1928. | 
7e All-Service gas mask. Agproval 1405, issued . to Mine Safety Appliances 


. Co., August 24, 1928 
Be Devis amoionia gas mes. Approvel 1408, eeued to Bullard-Davis, (Inc.) 


67 Wall Street, New York, Ne YY. 
9 MSA. Seiducas and orgonicevapor mask. Approval 1409, issued to Mine 


safety Avpliances Coe, January 23,,1930. 


Pormissible Hose liagks Approved 
under Schedule 19 


le M.S.A. combination hose mast. Avproval 1901, issued to Mine Safety 
Apoliances Coe, Braddock ,Tiomas, and Meads Streets, Pittsburgh, Pa., 
May 29, 1929. 


MMS. 


8196 


